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Mr. Paul Brumby 
Director 

Federal Program Branch 
Department of Energy 
Washington, D. C. 20585 


Dear Mr. Brumby; 

Your memorandum of June 14, 1979, to Heads 
which deals with the proposed emergency buiiding temperature 
restrictions program, was received on 19 June c 

reviewing the Federal Register notice of June 1, 1979, to 

determine HhatTTT any, ioRiaents might op«at 

ever, since the General Services Administration (G5A) opera t 

the buildings which we occupy and manages our ***°V rc 

pertaining thereto, we would defer response to the Federal 

Register to GSA. 

The Director of Central Intelligence is ^*rged by stat 
ute and Executive order with the security of CIA inata-.lat.lo 
and the protection of classified information pealing with 
"sources and methods.'' Consequently, it is the 
this Agency not to disseminate externally the hind of infor- 
mation requested in paragraph 3 of your letter. 

Please be assured that this Agency has beer and will 
continue to cooperate fully in Federal programs to conserve 
energy. For your information, we are providing a copy ot 
this letter to GSA. 

Sincere ly , 

/b/ James H. McDonald 

Barnes li* McDonald 
! Director of logistics 
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